THE WESTERN GAS CONSTRUCTION GO. 


GAS ENGINEERS AND BUILDERS 


SAN FRANCISCO FORT WAYNE, IND. ‘ NEW YORK 


Bulletin No. 210A. 


pat 


“aes 


SMALL WATER GAS PLANT'S 


WATER GAS PLANTS FOR SMALL WORKS. 


Platform Design of Single and Double Superheater Type of Apparatus 
AWARDED 
GRAND PRIZE AND GOLD MEDAL, 


UNIVERSAL EXPOSITION, 
ST. Louis, 1904. 


Have you a small coal gas plant to manage and do you find it difficult 
to regulate your charges with LIMITED HOLDER CAPACITY to take care 
of the VARIABLE output ? 

Do you have trouble in meeting UNEXPECTED DEMANDS for gas? 

Are you bothered with the necessity of STORING your COKE? 

Is the PROPOSED new HOLDER too much of aninvestment for a few 
years yet? 

You will find it greatly to your interest to carefully study the advan- 
tages of our PLATFORM DESIGN of WATER GAS APPARATUS. designed 
especially to serve as a RELIABLE SPECIFIC for conditions prompting the 
above general questions, as it can be installed in a small vacant space in your 
retort house as shown on our front page, and besides 

If you are considering the building of gas works, bear in mind— 

That the FIRST COST ot a water gas plant is much less 

That the HOLDER CAPACITY. 
necessary can be much less 

That it occupies LESS GROUND 
SPACE 

| That the LABOR and its cost is less _ 

That the cost of PURIFICATION 
is less 

That a water gas plant more easi- 
ly handles fluctuations in output, capact- 
ty considered, THAN ANY OTHER PRO- 
CESS; besides MANY other ADVAN- 


TAGES. 


Fig.. 2. 
SINGLE SUPERHEATER APPARATUS. 
50,000 cf. Capacity. 
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Fig 3. | 
TABLE SIZES SPECIAL WATER GAS APPARATUS. 


Single Superheater Apparatus Double Superheater Apparatus 
Minimum Minimum 
Generator Capacity Floor Space Generator Capacity Floor Space 
Required. Required 
3’-6” 50- 75 M | 13’-0’’x24’-0” 3’-97" 80-100 M | 138’-6’’x28’-0’’ 
4’-0"’ 75-100 M | 14’-0’’x25’-0’’ 4’-0’’ 100-125 M_| 14’-0’’x30’-0” 
4’-6”’ 125-150 M | 14’-6’’x26’-0”’ 4’-6"" 150-175 M | 14’-6’’x31’-0” 
5’-0"’ 200-225 M | 15’-0’’x33’-0’’ 
5’-6”’ 225-275 M | 15’-6’’x35’-0’’ 


We call this our “SPECIAL” apparatus, embracing as it does all the 
principal features of our regular design of double superheater apparatus 
adapted to Special Conditions of auxiliary apparatus for small coal gas 
works or independent apparatus for small towns where more expensive 


process would not be profitable. 
For tull description of “Western” Water Gas Apparatus, you are 


referred to our Bulletin No. 210. 
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Fic. 4. 
FOUR FOOT DOUBLE SUPERHEATER SET 
Showing how all our apparatus is erected in the shop before shipment. 


Write us for details and remember our © 


Engineering force is always at your command, 
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